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TAS/MD 389/74 
29 April 1974 


MEMORANDUM FOR: Director, Imagery Analysis Service 
THROUGH : Chief, Administrative Staff, IAS 


SUBJECT : Watergate-Agency File Review 


1. The Military Division of IAS has completed a selective review of 
files, active and historical, for information relating to "Watergate." 
No such information was found. 


2. Further, every individual assigned to this Division, whether 
working in IAS or are assigned to headquarters components, was questioned 
as to whether or not they had or knew of any information related to 'Water- 
gate.'' None knew of or had any such information. A list of all personnel 
contacted, is attached. 


3, Finally, all personnel presently working in this Division, who 
were working in IAS in the 1971-1973 period, have indicated in writing that 
they have read the memoranda from the Office of the Inspector General con- 
cerning the 'Watergate'' Agency file review. 


tel, Military UI 
Imagery Analysis Service 


Attachment: 
As stated 


Distribution: 
Orig - Addressee 
1 - IAS/MD 
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